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1008 
9 April 
25X1A 
lig = ci Pilot Reports 1/2 of the route cloud covered 
Nav & Commo OK 
No Deviations 
CAMERAS INOPERATIVE AFTER 900 MILES OF FLIGHT 
25X1A 
aaa A~2 Camera 
A/C sited at Biggs, Douglas & Willions AFB 
100 - 900 Clear Camera operating 
900 1100 6/8 - 3/8 No camera operating 
11 1800 3/8 -5/8 " " " 
18 2800 0/ 2/8 No camera operating 
25X1A 
7 No film shipped from site. 
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